UNCLASSIFIED 

HEADQUARTERS 

WARNER  ROBINS  AIR  MATERIEL  AREA 

Office  of  the  Commanding  General 


Robins  Air  Force  Base,  Ga 

11  April  1950 


SOIiJECTt  Spot  Report  of  Jniuentlfled  Flying  Object 


TO  I 


Coa&ending  weneral 
Headquarters 
Vfright-Fatterson  AF3 
Ea^'ton,  Ohio 

ATTE:.TICII»  chief  of  Intelli.^euoe 


1. 


Obeerveri 


Captain  Charles  H»  Llcljahon,  Station  Hospital 

b«  Locations  Station  Hospital,  Robina  Air  Force  Base, 

Robins  Field,  Georgia 

c.  Date  and  tia^;  10  April  1950  at  approxinatoly  0400 
d>  Tfeather  C A V Uj  Vtind  negligible;  Visibility  - good 

2i  Captain  Charles  H.  LclAhon  had  returned  to  the  base  a fe-sv  i^nutes 
before  0400  hours  froo  a three  hour  airplane  trip.  He  states  that  he  had 
slept  for  about  one  or  one  and  a half  hours  on  the  plane.  He  7.ears  glasses 
for  nenrsightedness,  but  states  his  vision  is  corrected  to  ZO/ZO.  He 
states  that  he  had  had  three  (2)  highballs  in  the  cverJ.ng  of  9 April  prior 
to  2200.  He  said  i;e  did  not  believe  that  either  tlia  drinks  or  fatigue 
v;ere  siifficient  to  impair  his  vision. 


3.  Captain  !.:n:>ahon  stated  ttiat  he  had  not  listened  to  Henry  J. 
Taylor's  broadcasts  or  read  recent  articles  on  flying  saucers.  He  said 
that  he  had  read  an  article  In  the  Air  Force  Tines  several  nonths  ago 
relsti%-e  to  th^t  subject,  but  that  he  had  no  particulor  interest  in  air- 
craft or  flying  discs. 


4.  After  his  plane 
him  over  to  the  hospital, 
irately  C4C0.  He  planned 


landed,  Captain  l-cl'ahon  had  sor.3  friends  drive 
lirie  of  his  arri^nl  at  the  hospital  \vos  approx 
to  get  soBiS  rest  before  reporting;  for  duty  :or 
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Spot  Report  of  Unidentified  rlylOj-  ODject  (oonVd)  dtd  11  April  I9ii0 


4.  Looking  at  th^e  point  mere  the  flash  had  occurred,  J t*  K&rrell 
sav;  a lipht  approaohln.'*  At  first  he  believed  it  7A8  a plane  ••ihich  v.as  on 
fire.  :ie  estiaated  the  altitude  to  be  aocut  500  to  700  x'oet.  first 

seen,  from  an  oblique  acjle,  the  objeot  lieo  the  sar.e  reneral  appearance  as 
a child's  toy  spln^ng  top*  No  part  of  the  objeot  appeared  to  be  spinnin,;, 
turning,  or  revolving* 

5*  The  objeot  had  a red  glowing  rixa  around  tlie  widest  part.  .;ehind 
that  was  a ediite  shiny  riai,  and  the  interior  portion  see.7ed  to  be  ill’jiai*' 
nated  by  a reflsoted  white  li.'ht*  Ihe  red  glow  was  constant,  and  appeared 
to  have  about  the  sace  brilliance  as  a red  neon  tube  used  In  advertising 
si.<^ns*  !Q\e  oolor  was  a bright  red  and  had  no  element  of  orange  ir4  it*  It 
did  not  appear  to  be  a burnio.::  flame.  It  w&s  e steady  glow.  Ihere  '.«re  no 
sparks  eifittlng  from  the  object  at  any  point.  It  was  definitely  not  a flare. 

6.  The  objeot  approached  from  the  South  and  oatne  directly  uvt.r  the 
hospital.  As  it  approached,  it  wobbled  and  occasionally  ca::.e  to  a stund*^ 
still.  I'hen  it  passed  iz:;r.ediately  overhead,  3gt.  liarrell  noticed  that  the 
betto'j:  ^wrt  appeared  to  be  about  the  siae  of  a flour  oarrel  head  or  about 
24  inches  in  dian<eter.  The  overall  diar.eter  he  estimated  to  be  acout  26 
feet. 


7.  Just  as  it  passed  overhead,  it  hesitated  uomer.terily,  and  then 
made  a very  sharp  right  turn  toward  the  East.  After  travelling  in  that 
direction  for  about  100  fsot,  it  banked  e^ain  to  the  left  and  vjent  toward 
the  swamp  (horthvard).  It  did  not  tilt  or  heel  ever  vhen  it  banked  for 
turns,  and  acceleration  vas  almost  instantaneous.  S/t.  Harrell  compared 
the  speed  and  acceleration  with  the  tiir'^win  of  a baseball.  Over  the 
sta3;p,  the  object  gained  altitude  vwry  rapidly  and  disappeared. 


8.  At  no  tine  were  there  any  o/dors  or  sounds 
that  ©arly  hour  of  the  morning,  there  were  no  other 
have  drovmed  out  sounds  coning  froa  the  object. 


fron  the  object.  At 
sounds  v/hioh  would 


9.  Only  one  (1)  objeot  vas  sighted.  It  was  in  viev/  for  about  4 or 
5 minutes.  Sgt.  Harrell  stated  that  his  impression  v«s  that  tne  object 
undoubtedly  controlled  by  someone,  and  that  the  movement  was  deliberate. 


v»s 


1C.  Immediately  after  the  objeot  passed  overhead.  Captain  Charles  H. 
Lo!'ahon  cane  up  and  Sgt.  Karroil  asked  him  if  he  could  se^.  anj'thing  in  the 
sky.  Captain  hekahon  pointed  to  the  object  and  said  that  he  sav  it* 
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unclassified 


HEADQUARTERS 

WARNER  ROBINS  AIR  MATERIEL  AREA 

Office  of  the  Commanding  General 


Robins  Air  Force  Base,  Ga. 

11  April  1^50 


SUliJECTt  Spot  Report  oi'  Uaidentiriod  Flying  Object 


TO* 


1. 


Conoeudlng 
Headquarters  JuC 
■BH^ht-Patterson  aFJ 
Dayton«  Ohio 

ATT3I.TI0N*  Chief  of  Intelligence 

a.  Observer* 

S/Sgt.  Lovett  C*  Harrell,  Jr.,  AF  14015031 
Station  Hospital 

b.  Location*  Station  Hospital*  Robins  Air  Force  Base* 

Robins  Field,  Georgia 


0*  Cate  and  tine*  10  April  1950  at  approxlnatoly  0400 

d*  Vfeather  C A V Visibility  Approxiirately  10  miles 
Wind  negligible 

2*  3gt«  i&irrell  stated  that  on  9 April  1950  he  had  retired  early  and 
had  had  a ^ood  night's  sleep.  He  had  not  consuiaed  any  intoxicating  liquor 
within  4C  hours  preceding  this  incident.  His  vision  is  20/20  without  glass- 
es.  He  further  states  tnat  he  had  not  been  listening  to  Henry  J.  Taylor's 
or  any  other  ooBsentator's  radio  broadcasts,  nor  had  he  read  any  news  ar- 
ticles recently  pertaining  to  flying  saucers. 

3.  At  about  0330  on  tha  morning  of  10  April  1950,  S/3gt.  Harrell 
left  his  home  in  a taxi  cab  and  arrived  at  the  Base  Hospital,  Robins  Air 
Fores  Base,  at  about  0345.  Ee  vAs  reporting  for  duty  early  in  order  to 
prepare  a special  report  vthich  had  to  bs  subratted  Lr-r.sdiacoly  after  the 
coinrencemsnt  of  business  that  day.  As  the  taxi  drove  avjay  and  Sgt.  Harrell 
\As  about  to  enter  the  building,  his  attention  v.aa  attracted  to  a red  flash 
in  the  South  in  the  direction  of  the  Base  Laundry.  The  flash  -as  sirular 
to  that  ox*  an  explosion  and  appeared  in  the  forn  of  a "V".  It  apjpeared  a« 
bovo  t’TtJ  horizon  at  an  angle  of  about  10  degrees.  Ihere  vas  no  noise  which 

would  indicate  that  an  cr.-lQsion  hai  oocurro^.  I'othlr.'  va-»  c:3erv«d  fallln* 

« 

fren  the  slcy  in  that  dir&ction. 


U • IlftV.  at  ANI  At 

* • m y>M 


spot  Report  of  Onidentifiad  ' d ) dtd  11  April  laoO 


the  day.  Ills  friends  had  driven  av«y  vfhen  he  started  into  ti.e  buildini;* 
He  8&'ft  s/Sgt*  Harrell  standin;j  in  front  of  the  building*  He  asked  if  it 
T/ould  be  all  right  for  hie  (Captain  hcl-ahon)  to  go  in  to  rest  for  a few 
hours  on  one  of’  the  cots  before  reporting  for  duty.  The  S;t.  asked  hin 
if  he  could  see  the  flying,  saucer  in  the  sky.  he  looked  up  and  saw  a . 
moving  object  in  the  sky.  It  v;«s  scaII  - about  the  sise  of  a star  but 
was  glowing  red.  The  red  light  seemed  to  change  in  intensity.  It  did 
not  blink,  but  faded  bright  and  then  dim,  etc.  It  did  not  reflect  any  of 
its  own  light. 


5.  Captain  Lelahon  estimated  the  altitude  to  be  about  1E,U00  to 
lc,000  feet.  It  ap£«ared  to  be  eliptical  in  shape  or  resemblin.:  a child's 
elongated  toy  ballon,  but  did  not  reseirble  an  advertising  blimp.  lie 
oould  not  estlsate  the  speed,  but  said  that  it  travelled  with  speed  com* 
parable  to  that  of  a slow  movinj  aircraft.  It  would  move,  hesitate  momen* 
tarlly,  then  move  a^ain.  It  seemed  to  mintain  a Ihirly  stable  course 
with  the  exception  of  the  occasional  hesitation.  He  did  not  observe  it 
change  direction,  nor  did  it  gain  altitude  or  appear  to  climb.  No  part 
of  the  object  seemed  to  be  rotating  or  spinning.  No  exhaust  v.B6  visible, 
and  there  was  no  odor  nor  was  there  any  noise.  Ue  had  not  observed  any 
flash,  lie  stated  tl.at  he  did  not  v«atch  the  object  until  it  went  out  of 
sight,  but  that  after  observing  it  for  about  three  minutes  he  went  into 
the  building  because  he  vjas  eager  to  get  as  much  rest  as  possible  before 
dutj*  hours. 


6.  Captain  ilclahon  stated  that  if  S^it.  Harrell  had  not  mentioned 
"flying  saucers'*  he  would  not  have  noticed  the  object,  but  that  when  he 
did  see  it,  he  realised  that  it  was  not  an  ordinary  aircraft. 


fCR  TaZ  CCL-vvI.CIi;-  OSi^iuiLt 


F.  KCBaLA 
lajor,  uS/kF 
Intellif,enc6  Ci'ficer 


